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Message Text 


UNCLASSIFIED 

PAGE 01 WARSAW 01 145 250935Z 

67 

ACTION EUR- 12 

INFO OCT-01 EB-07 ISO-00 /020 W 

124740 

R 250917Z FEB 76 
FM AMEMBASSY WARSAW 
TO C/USDOC WASHDC 
INFO SECSTATE WASHDC 9947 

UNCLAS WARSAW 1 145 

COMMERCE PASS BEWT/TDAD AND OED/TOP/ARICE 

E.O. 11652: N/A 
TAGS: BEXP, PL 

SUBJECT: PRIVATE TRADE OPPORTUNITY: ULTRASONIC TEST EQUIPMENT- 
SPECIAL HANDLING 

1. 455/0029/76 

2. 2/24/76 

3. A. HERTZBERG 

4. 455 POLAND 

5. M 

6A. REPLY TO— 

6B. MR JERZY MAZUREK 

6C. POLISH ACADEMY OF SCIENCE, INSTITUTE OE EUNDAMENTAL 
RESEARCH, 

21, SWIETOKRZYSKA STREET, 

00-049 WARSAW, POLAND 

7. TEL: 26 12 81 EXT. 186 

8. N/A 

9. 101 

10. 36231XX-0250 ULTRASONIC TEST EQUIPMENT AS FOLLOWS: 

A) FULLY AUTOMATED ULTRASONIC STAND EOR TESTING WELD 
SEAMS IN LARGE DIAMETER (2 METERS), THICK WALL (50TO 200MM) 
PRESSURE VESSELS. 

B) EULLY AUTOMATED ULTRASONIC STAND EOR TESTING 100 
TO 200 MM THICK STEEL PLATES (USED IN THE NUCLEAR POWER 
INDUSTRY). 

C) EULLY AUTOMATED ULTRASONIC TEST EQUIPMENT FOR TESTING 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 WARSAW 01 145 250935Z 

WELD SEAMS IN LARGE DIAMETER (1.5 METER) PIPELINE 
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(20MM WALL THICKNESS). 

DAVIES 

UNCLASSIFIED 

NNN 


Margaret P. Grafeid Deciassified/Reieased US Department of State EO Systematic Review 04 MAY 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 25 FEB 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976WARSAW01 145 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760071-0366 
From: WARSAW 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t1 976021 2/aaaaakhs.tel 

Line Count: 63 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EUR 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: castelsl 
Review Comment: n/a 
Review Content Flags: 

Review Date: 14 JUL 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <14 JUL 2004 by schwenja>; APPROVED <31 AUG 2004 by castelsb 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: PRIVATE TRADE OPPORTUNITY: ULTRASONIC TEST EQUIPMENT- SPECIAL HANDLING 
TAGS: BEXP, PL 
To: DOC WASHDC 
Type: TE 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 



